ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT 
DATE 
OFFICER 1 
OFFICER 2 


FB-2 

11-27-15 

SGT. R. REYES #117 
C. MOONEY #124 


SUPERVISOR J. SALAZAR 


1200/12 
30 


1230/12 
40 


1310/13 
20 


1345/13 
55 


1400/14 
10 


1435/14 
45 


1520/15 
30 


1600/16 


1810/18 
20 


ON DUTY; ALL EQUIPMENT ISSUED IN GOOD WORKING 
ORDER. 
ASSIGNED VEHICLE # 2. 


BUSINESS CHECK: 6801 HOLLYWOOD BLVD; H/H 
PARKING GARAGE. CHECKED THE PARKING GARAGE FOR 
THEFT AND BURGLARY FROM MOTOR VEHICLES. NO 
VIOLATIONS OBSERVED. 


SUSPECT CONTACT: 6648 HOLLYWOOD BLVD; LA FAME. 
CONTACTED A (H) UNIDENTIFIED, WHITE, MALE RE: 
41.18(a) LAMC; BLOCKING THE SIDEWALK. SUSPECT 
COMPLIED AND DEPARTED WITHOUT INCIDENT. 


SUSPECT CONTACT: 6922 HOLLYWOOD BLVD; BAJA 
FRESH. CONTACTED A (H) UNIDENTIFIED, HISPANIC, 
MALE RE: 41.18(d) LAMC; PROHIBITING LYING ON THE 
SIDEWALK. SUSPECT COMPLIED AND DEPARTED. 


BACKUP: 1803 CAHUENGA BLVD; PANDA EXPRESS. 
COMPLAINT OF A PANHANDLER. BACKED FB-5, THE 
FIRST UNIT ON THE SCENE. SEE FB-5 LOG FOR DETAILS. 


BACKUP: 1602 IVAR STREET; TRIANGLE SQUARE. BACKED 
FB-5 AT THE SCENE. SEE FB-5 LOG FOR DETAILS. 


BUSINESS CHECK: 5941 HOLLYWOOD BLVD; SALVATION 
ARMY. CHECKED THE PARKING LOT FOR TRESPASSING 
VIOLATIONS DUE TO PREVIOUS COMPLAINTS OF 
TRESPASSERS. NO VIOLATIONS. 


CODE 7 


ADMINISTRATIVE DUTIES; BID OFFICE. UPDATE THE 
DAILY LOG FOR TODAY. 


RADIO CALL: 6254 LEXINGTON AVE; TACO BELL. 
COMPLAINTS OF A 415 MAN INSIDE. SUSPECT WAS GONE 
ON OUR ARRIVAL. MET WITH THE P/R AND ADVISED IN 
THE EVENT THE SUSPECT RETURNED. 
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1840/18 
50 


1910/ 
1925 


2000/20 
10 


2030 


3-SUSPECT CONTACTS: 1810 CAHUENGA BLVD; 711 
STORE. CONTACTED THREE (H) MALES, PANHANDLING 
AT THE FRONT DORR OF THE BUSINESS. 

THE SUSPECTS WERE ADVISED AND DEPARTED. 


RADIO CALL: 6411 HOLLYWOOD BLVD; AMERICAS # 1, 
SOUVENIRS. POSSIBLE 484 ATTEMPT. SUSPECTS WERE 
GONE ON OUR ARRIVAL. ADVISED THE P/R. 


BUSINESS CHECK: 6801 HOLLYWOOD BLVD; H/H 
PARKING GARAGE. CHECKED THE PARKING GARAGE FOR 
THEFT AND BURGLARY FROM MOTOR VEHICLES. NO 
VIOLATIONS OBSERVED. 


END OF WATCH. ALL EQUIPMENT RETURNED IN GOOD 
WORKING ORDER. 
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